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(Department of Economic Affairs) 

notdfication 

New Delhi, the 20th December, 2010 

S.O. 2978(E).—In exercise of the powers conferred 
by sub-section 15 A of the Coinage Act, 1906 (3 of 1906), 
the Central Government hereby determines to call in from 
circulation tiie coins of the denomination of 25 paise and 
below, issued from time to time, with effect from 
June 30,2011, and from this date, these coins shall cease to 
be a legal tender for payment as well as on account. The 
procedure for call in shall be notified separately by the 
Reserve Bank of India. 

[F. No. 11/19/2009-Coin] 
ARUN SOBTI, Under Secy. (Currency & Coinage) 
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